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Message Text 


E.O. 11652: N/A 
TAGS: BENC, VE 

SUB J : MAJOR PROJECT: VENBOZEL; SYSTEM FOR SMOKE CONTROL 

1 . PROJECT NAME: VENEZOLANA DE FERRO ALEACIONES BOZEL 

C.A. (VENBOZEL), PARQUE INDUSTRIAL MATANZAS, CIUDAD GUAY ANA. 

2. BRIEF DESCRIPTION: VENBOZEL IS A JOINT VENTURE INVOLVING 
CVG AND FRENCH CAPITAL. ON SEPTEMBER 18, 1976, VENBOZEL PLANT 
WAS INAUGURATED IN CIUDAD GUAYANA. PLANNED ANNUAL OUTPUT 
ESTIMATED AT 50,000 TONS OF FERROSILICON. PLANT PRODUCT IS FOR 
EXPORT. VENBOZEL IS NOW PREQUALIFIYING FIRMS TO DESIGN, MANU- 
FACTURE. SUPPLY, MOUNT ON SITE AND START UP THE EQUIPMENT AND 
MATERIALS NECESSARY FOR A SYSTEM TO CLEAN SMOKE FROM PLANTS' 

TWO 45 MW ELECTRIC FURNACES. EACH FURNACE EMITS 850,000 M3/HR 
SMOKE AT A TEMPERATURE OF 250 DEGREES WITH A DUST CHARGE OF ONE 
GRAM M3. (FURNACES ARE BELIEVED TO BE OF NORWEGIAN MANUFACTURE). 
EQUIPMENT REQUIRED AS FOLLOWS: 

(A) FILTER HOUSINGS 

(B) VENTILATORS 

(C) MOTORS 

(D) CONNECTION DUCTS 

(E) EXPANSION JOINTS 

(F) LOCK GATES 
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(G) SYSTEM FOR GATHERING DUST COLLECTED IN FILTERS 

(H) INSTRUMENTATION AND CONTROL 

(I) STRUCTURAL SUPPORT 

3. PROJECT MANAGER: 

VF.NF, BQ7.F.T. 

CENTRO CIUDAD COMERCIAL TAMANACO, PISO 3, OFIC. 310 
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APART ADO POSTAL 75771 EL MARQUES 
CARACAS 107, VENEZUELA 
TELE: 91.49.91 OR 92.38.22 

4. BID DATES: INTERESTED FIRMS HAVE 30 DAYS FOR DATE OF 
PUBLICATION (APRIL 23, 1977) TO SUBMIT FOLLOWING DOCUMENTS 
TO VENBOZEL OFFICES: 

(A) FORMAL WRITTEN REQUEST INDICATING FIRM'S INTEREST IN 
PARTICIPATING IN THIS BID 

(B) COPIES OF OFFICIAL PUBLICATION OF FIRM S CONSTITUTION, 

STATUTES, REGISTRATION 

(C) INFORMATION COVERING EXPERIENCE IN THE DESIGN AND CONSTRUC- 
TION OF SIMILAR EQUIPMENT. 

(D) LIST OF THOSE PERSONS WHO, ACCORDING TO FIRM'S LAST MEETING, 

ARE AUTHORIZED TO REPRESENT OR OBLIGATE FIRM IN SIGNING A CON- 
TRACT WITH VENBOZEL. CERTIFIED COPY OF THE ACT OF THE MEETING. 

LIST SHOULD INCLUDE ADDRESSES. 

(E) DESCRIPTION OF SPECIALITIES AND EXPERIENCE OF TECHNICAL 
PERSONNEL EMPLOYED BY FIRM. 

(F) LAST TWO BALANCE SHEETS AND PROFIT AND LOSS STATEMENTS. 

(G) ORIGINALS AND COPIES OF CURRENT SOLVENCIAS COVERING TAX 
PAYMENTS, SOCIAL SECURITIES AND INCE (FOR FIRM'S WITH PRIOR 
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WORK EXPERIENCE IN VENEZUELA. 

5. FOREIGN CONTENT: N/A. 

6. COMPETITIVE FACTORS: ALTHOUGH VENBOZEL HAS FRENCH PARTICI- 
PATION, VENEZUELAN LAWS COVERING GOVERNMENT JOINT VENTURES WILL 
INSURE CVG REVIEW OF ALL BIDS. THEREFORE. US FIRMS SHOULD NOT 

BE AT A DISADVANTAGE IN COMPETING WITH EUROPEAN COMPANIES. 
HOWEVER, AS IN ALL BIDS OF THIS TYPE, FIRMS WISHING TO PARTICIPATE 
MUST ADHERE STRICTLY TO ALL REQUIREMENTS. ALL DOCUMENTS LISTED 
MUST BE IN HANDS OF VENBOZEL ON OR BEFORE DEADLINE GIVEN FOR 
FIRM TO BE CONSIDERED. 

ASENCIO 
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